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Please indicate measurements in millimetres (mm) — See example. 


Hollow: [__] % Fill: | %| Solid: [|__| 
Solid or a (>50%) fill is for parts that need to be structural or functional. (€+) 
Hollow or a (<50%) fill is for parts that ornamental or non-functional. (€-) 


Raw: [__] Clean: [__] Painted/Primed: [__] 
RAW describes prints that are straight off the print bed, no removal of build plate adhesion or structural supports. (€-) 
CLEAN are RAW prints that have their structural supports and adhesion removed. (€+) 
PRIMED are CLEAN prints that have been painted with a filler primer (€++) 


Name: 

Quantity: 

Contact eMail/Number: 
Postal Address: 


